Approved For Release 2000/08/07 : CIA-RDP81B00878R000500140044-9 
Exhibit No: 60-3 To Contract: HF-CT-692 


Bates: August 7, 1959 


From: The Firewel Co., Inc, 
(Contractor) 


Tos , 
ontracting reer 


tem Part r 
ne NO, No, Nomenclature Qty. Unit Price Total Price 
— LL 


¥ FS5000~3/32 "QO" Ring 10 $ .¥o $ 1.60 m 
2 — -F§5000@15 not Ring 10 .08 8 
3 y F9050-3 Valve Assembly 40 10.67 106470 
4 “ F9030 Filter 5 30 4 Sk 
5 F9028-1] Diaphragm Assembly 10. 17 26: 1726 
| hee —-$285660-Total 
pgee 


Prices are fair and reasonable and this 
Exhibit is hereby approved, 


Contractor warrants prices conform to the 


a ta price formula in effect to date of the 


Exhibit. 


SIGNED 
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